Message 


From; O'Brien, Elisabeth (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=ELISABETH.O'BRIEN] 

Sent: 4/28/2009 2:48:14 PM 

To: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=REC!PIENTS/CN=Julianne.Nassif] 

CC: Salemi, Charles (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=REC!PIENTS/CN=Charles.Salemi] 

Subject: RE:^^^^^^^liquid submission sample 

Hi Julie, 

it’s been a year and we still have this case set aside. Can we go ahead and return it to the police department? They can 
always resubmit it if necessary. 

Thanks, 

Betsy 


From: Nassif, Julianne (DPH) 

Sent: Monday, April 28, 2008 3:12 PM 

To: Salemi, Charles (DPH); O'Brien, Elisabeth (DPH) 

Subject: FW:^^^^^^-liquid submission sample 

This is the liquid from the syringe taped to the wall in the safe. This case wiil iikely go away. I'll keep you posted but no 
action needed for now. 

Julie 


From: McGrath, Scott (PLY) 

Sent: Monday, April 28, 2008 3:09 PM 
To: Nassif, Julianne (DPH) 

Cc: Coppenrath, Lenny (PLY) 

Subject:^^^^^^|liquid submission sample 

Per our conversation, I spoke with ADA Frank Middleton and advised him of the case. He stated to wait on testing the 
solution submitted until the testing from the OCME is completed. 

Thanks 

Scott 

Trooper Scott D. McGrath 
326 W. Grove St. 

Middleboro, Ma 02346 
Office: 508-923-4229 
Fax: 508-923-4210 

CONFIDENTIALITY NOTICE: The information contained in this email and any attachment is privileged and 
confidential law enforcement information. If you are not the intended recipient, you are hereby notified that 


Folk OIG PRR 006339 






any disclosure, dissemination, or copying of this communication is strictly prohibited. If you have received this 
email in error, please call 508-923-4257 immediately. Thank you. 
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